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Message Text 


UNCLASSIFIED 

PAGE 01 LIMA 03833 272307Z 

12 

ACTION COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 /018W 

019361 

R 271710Z APR 76 
FM AMEMBASSY LIMA 
TO SECSTATE WASHDC 9907 

UNCLAS LIMA 3833 

EO 11652: NA 
TAGS: BENC, PE 

SUB J : MAJOR PROJECT: THERMAL POWER PLANT, AREQUIPA 
REF: STATE 92265 

1 . THERMAL POWER PLANT CITED REFTEL IS A PROJECT TO BE BUILT 
BY GOVERNMENT MINING ENTITY MINERO PERU. PLANT IS DESIGNED 
TO PROVIDE POWER FOR LARGE OPEN PIT COPPER MINE NOW UNDER 
STUDY CALLED CERRO VERDE TWO OR SANTA ROSA TWO. 

2. U.S. FIRM, PARSONS-JURDEN, IS CONSULTING ENGINEERS ON 
OVERALL MINING PROJECT. GOVERNMENT ELECTRIC POWER RESEARCH 
OFFICE MADE ORIGINAL FEASIBILITY STUDY. THIS STUDY BEING 
MODIFIED TO TAKE INTO CONSIDERATION FACT THAT SCOPE AND TIMING 
FOR COPPER PROJECT HAS ALSO BEEN CHANGED. SINCE THIS PLANT IS 
BASICALLY TO SUPPLY POWER TO MINE, ITS FURTHER DEVELOPMENT 
DEPENDS ON DEVELOPMENT OF CERRO VERDE TWO. 

DEAN 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 APR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976LIMA03833 
Document Source: CORE 
Document Unique ID: 00 
Drafter: n/a 
Enclosure: n/a 
Executive Order: N/A 
Errors: N/A 

Film Number: D760161-0107 

From: LIMA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976041 9/aaaaapjs. tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 92265 
Review Action: RELEASED, APPROVED 
Review Authority: ellisoob 
Review Comment: n/a 
Review Content Flags: 

Review Date: 27 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 MAY 2004 by SilvaL0>; APPROVED <24 JAN 2005 by ellisoob> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: THERMAL POWER PLANT, AREQUIPA 
TAGS: BENC, PE 
To: STATE 
Type: TE 
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